SUMMARY REPORT DIGEST- 

COMPLAINT REGISTER INVESTIGATION NO. 

CHICAGO POLICE DEPARTMENT 


195.122_ 


^ OATE OF REPORT (DA -'/IO.-YEAr) 

| 20 Sept 1992 


To be used in all cases that are to be classified as either EXONERATED, UNFOUNDED, NO‘l SUSTAINED, or 
in SUSTAINED cases where the Disciplinary Recommendation does not exceed FIVE (5) D 0 , / S SUSPENSION. 

SUBMIT ORIGINAL AND 3 COPIES IF ASSIGNED TO SAME UNIT AS ACCUSED. 

SUBMIT ORIGINAL AND 4 COPIES IF NOT ASSIGNED TO SAME UNIT AS ACCUSE: '■ 


TO: SUPERINTENDENT OF POLICE 

ATTENTION □ ADMINISTRATOR IN CHARGE, OFFICE OF PROFESSIONAL STANDARDS 
□ ASSISTANT DEPUTY SUPERINTEN DENT, I NTERNAL AFFAIRS DIVISION 





□ SEE ATTACHED SHEET FOR ADDITIONAL ACCUSED, COMPLAINANTS, VICTIMS, WITNESSES. 


Complainant alleges his security company notifie^h^^P^^^ burglar^ 
alarm going off at his place of business, Complaint 

alleges the police failed to respond even after he called "911" three (3) 
times. 


l.A.D. LOCATION CODES* 

01 Food Sales/Restourant 

02 Tavern/Liquor Store 

03 Other Business Establishment 

04 Police Building 

05 Lockup Facility 

06 Police Maintenance Facility 

07 CPD (Automotive Pound Facility 

08 Other Police Property 

09 Police Communications System 

10 Court Room 


Public Transportation Veh./Facility 

Park District Property 

Airport 

Public Property - Other 
Other Private Premise 
Expresswoy/lnterstate System 
Public Way - Other <J 
Waterway, Incl. Park District 
Private Residence 


l.A.D.PHYSICAL CONDITION CODESt 

01 No Visible Injury - Apparently Normal 

02 No Visible Injury ■ Under Influence 

03 Injured, Not Hospitalized 

04 Injured, Not Hospitalized - Under Influence 

05 Injured, Hospitalized 

06 Injured, Hospitalized - Under Influence 

07 Injurod, Refused Medical Aid 

08 Injured, Refused Medical Aid - Under Influence 

09 Deceased 

10 Doceosed - Under Influence 


* * IF CPD MEMBER, LIST RANK, STAR, SOCIAL SECURITY, EMPLOYEE NOS. IN ADDRESS BOX, PAX/BEL.L IN TELEPHONE BOX 


CPD-44.11 2A (1/84) I C R NO 


195179 





































































Briefly summarize the investigation describing your efforts to prove or disprove the allegation(s). Indicate whether witnesses or evidence 
support or do not support the allegation(s). 

In sustained cas.es OI^JLY, copies of the accused member's Summary of Previous Disciplinary Actions and Record of Previous Compliment 
ary History will bo included as attachments. 


> 
o c 
< 
2 
5 

D 

V) 


Carplainant alleges that he notified 911 three times and the police failed to respond. 
Reporting Sgt. attempted to contact the complainant several times by phone with 
negative results. Further a registered letter was mailed and returned, and the 
carpiainant never contacted this reporting sgt. Investigation revealed that on 15 Sep 
92 that beat 823, officers LEAHY and DARRAGH were dispatched at 1821 hrs to a Burglar 
Alarm at At 1840 hrs Beat 821 came back in service with a 14-P 
code. At 1912 hrs Beat 834, officers GARRITY and GLOVER, were assigned to meet the 
complainant atAt approximately 1947 hrs beat 834 came back in service 
with a 19-P code. Reporting sgt. conducted interviews with the accused officers. 
Beat 823 officers stated that they had responded to the location, checked the premise 
and found it to be secured. Beat 834 officers stated that they had responded and they 
also checked the premises and waited a reasonable amount of time for the carplainant 
to show. When the complainant never showed up on the scene they then came back in 
service. 

At this time there is insufficient evidence to prove or disprove this allegation. 
Reporting Sergeant request that this CR Investigation be classified as Not Sustained. 



INVESTIGATIVE REPORTS— 

INVESTIGATIVE REPORTS— 

PHYSICAL EVIDENCE 

TOTAL NUMBER OF ATTACHMENTS 

iin 

SUPPORTING ALLEGATION 

SUPPORTING ACCUSED MEMBER(S) 


SUBMITTED WITH THIS FILE: 

^z 

LIST ATTACHMENT NUMBERS: 

LIST ATTACHMENT NUMBERS: 

LIST ATTACHMENT NUMBERS: 


HUJ 

s? 

0 

2,3,4,5,12,16,20,24 

0 

24 


Summarize the findings and recommendations. Rule violations will be cited by number only. One overall recommendation for Disciplinary 
Action will be made by the investigator. The recommendation will be for ALL sustained findings; recommendations will NOT be made 
for each sustained allegation. 

Example: 1. Violation noted, no disciplinary action warranted. 2. That the accused member be reprimanded. 3. That the accused member 
be suspended for.days (not to exceed 5 days). 
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ALLEGATION: Failed to respond to a Burglar Alarm, 


Officer 

LEAHY 

NOT 

SUSTAINED 

Officer 

DARRAGH 

NOT 

SUSTAINED 

Officer 

GARRITY 

NOT 

SUSTAINED 

Officer 

GLOVER 

NOT 

SUSTAINED 


no/\f\WE0. BY; ?o. 
j®E:|!LU4W 



DATE INITIATED 
(DATE COMPLAINT WAS 
RECEIVED FOR INVESTIGATION) 


5 Oct 1992 


DATE COMPLETED 
(DATE OF THIS 
REPORT) 


20 Oct 1992 


ELAPSED TIME 

(Total time, 


15 Days 


Investigator will initiate the Command Channel Review 
fo rm b y com pletin g the Investigator's Sectiom_ 


IF NECESSARY, USE AN 0V2 x 11" 5H 














CR# 195179 
ACCUSED CONTINUED 


#3. GARRITY, Michael PO Star # 13454 SSN#: 

EMP#: ^^^B_UNIT ASSIGN: 008 

M/W DOB: 3 2 DATE of APPOINT: 18Dec67 

On Duty Sworn PHYS CODE: 01 

#4. GLOVER, Kevin D. PO St^^^7615 SSN#: 

EMP#: Unit Assign: 008 

M/B DOB: 59 Date of Appoint: 09 Sep 85 

On Duty Sworn PHYS CODE: 01 




